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I ASSURANCE STATEMEWTS 


1 ) Profesaonally accepfoWa standards govamlns the care, treatment, and ise of arsmals, hdudlng appropriate use of anestelic, anal5«lc. and WnquIlizinB drupe, prior to, duiina. and folH»ping actual rest 
leaching, testing, surgery, or enpertmentallon were followed by this r^earch tadllty. 

2) Ear* principal investlgafor has considered alwnatives to painfol prtweduim. 


3) This facility is adhering to Ihe standards and regulatats under the Act, and 11 has required that exceptions to the standards and regulations be apBCiSed and explained by the prindpal Inussdgalor and ap 
Institutional Animal Care and Use Committea (lACUO), A summiuy of aH such axcepOons Is attaohad to thfo anmiat rw>ort In addition to Identifying the lACUC-eppitwed aaoptioos, this summaiy ln< 
briel axplanallor of the exceptions, as well as the spades and number of admals tffocted. 


4) The ahending vaterinsrian for this research feclllly hto approprieie authoiBy to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
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(b)(2)High, {b){7)f 


Exemptions to the Standards: 

1 . An exception to the cage size requirement originally reported in the 2006- 
2007 report continues to be maintained and monitored by the lACUC. 

Scientific justification for the exemption: 

Animals on this study experience an unprecedented weight gain above 
the more average weight of 10-15 kg for the age of the animals. Larger 
cages compatible with required experimental telemetry implants v^re not 
available. The PI Indicated that attempte to adapt the current telemetry 
system to other cages had failed. Moreover, in this case, the PI felt that 
even under the assumption that this technical issue could be solved, it 
would be difficult to correlate measurements done in different cage 
types. The lACUC has been monitoring the exemption via investigative 
and veterinary f^bacdc on animal welfam, investigative feedback on 
experimental requirements, and the requisitioning of a larger cage to 
assess suability for use in the required telemetry studies. 







